ETag: "9a610c09156b2862dddec5c9bacb1d83"
accept: */*
authorization: LOW dcw8om4TECOncNyB:REDACTED_BY_IA_S3
connection: close
content-length: 37779754
expect: 100-continue
host: s3.us.archive.org
user-agent: curl/7.21.0 (i486-pc-linux-gnu) libcurl/7.21.0 OpenSSL/0.9.8o zlib/1.2.3.4 libidn/1.15 libssh2/1.2.6
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